Ridsdale, in the Journal of the British Iron am! SirH
Institute, tabulates twenty-four faults, under sru-tt di!trit*ni
types, observed by him in steel, and in tracing tin* pjolulilr
causes he charges seven of these to the inakiT, nintt to I in*
user, and one to both.

Treatment, therefore, and particularly heat irtMiuirnt, \^
closely related to the behavior and value of sU't'l, This
third edition of "The Treatment of Steel** is isMird at tin
request of many with the hope that it will be arcrjttrd as an
effort to assist in overcoming difficulties eontuHlttl with llir
working of a metal so complex; if some fuul in il nothing
that is new, others may be able to select something thai uili
be of interest and profit.
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